CHAPTER LV
TWO NIGHTS FROM NEW YORK TO LONDON
We shall now consider some of the possibilities of such an airship plying between New York and London, or, rather, of a line of such craft, for it is assumed that if aerial ocean transportation ever becomes a reality its promoters will aim at regularity of service maintained by means of a fleet of ships. We will regard the distance from New York to London at 3,000 sea-miles, though there is no good reason why the aerial service, if installed, should not have Halifax as its western terminal, thus saving more than one-quarter of the length of each voyage, and increasing the safety of the ships in even greater measure.
It is noteworthy that if the master of the aerial greyhound were to keep two of his propulsive units in operation throughout the voyage, he would make about 32 knots per hour, which is twenty-five per cent, greater speed than that of the Mauretania and Lusitania. Considering the winds as neutral, that is, helping as much as they hindered, the airship should make the voy-
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